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THE  ADDRESS  TO  WE'^lftlN Z^N'T^ 


THE   CATHEDRAL   OF   ST,    JOHN  THE  BAmST.  The 
Koman  Catholic  Church,  known  formerly  aa  St.Finbar's  Cathedral 
was  burned  down  iu  the  great  fire  of  1861.   The  new  structure' 
.  dedicated  in  190S,  is  ou  the  same  site  and  is  called  the  Cathc'- 
dral  of  St.  John  tbe  Baptist. 
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